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Introduction 


These guidance notes have been prepared to give practical advice on the 
way in which the Notification of Accidents and Dangerous Occurrences 
Regulations 1980 will work. The notes should enable those with duties in 
connection with the regulations to identify quickly and easily their 
responsibilities. The regulations , which operate from 1 January 1981, 
mean that accidents and dangerous occurrences occurring in many 
differing types of employment have become legally notifiable for the 
first time; for example accidents occurring in hospitals, educational 
establishments, the water industry, and places of entertainment are now 
notifiable to the Health and Safety Executive (HSE). 


A significant new requirement is that fatal and major injury (defined 
term) accidents to members of the public which arise out of or in 
connection with work activities will be notifiable. Typical examples 
would be accidents to a customer in a coin-operated launderette, or toa 
member of the public at a fairground or on an escalator in a department 
store. 


For the purposes of notification accidents which arise as a result of or in 
connection with work will fall into three categories. These will be: 


(1) fatal accidents; 
(2) major injury accidents; and 


(3) accidents to employees which result in more than three days 
consecutive absence. 


Only those accidents in the first two categories are required to be 
directly reported. Information about those in the third category which 
form the majority will be received from the Department of Health and 
Social Security (DHSS) using the existing BI 76 procedures. Those 
responsible for reporting will not have to report these accidents directly. 
A distinction is made between notifiable and reportable accidents. An 
accident is notifiable if it results in death or major injury or 
incapacitates an employee for more than three working days. An 
accident is directly reportable only where death or major injury occurs. 


Many important existing requirements concerning the notification of 
accidents and dangerous occurrences have been repealed. For instance, 
Section 80 of the Factories Act 1961, Sections 116—120 of the Mines and 
Quarries Act 1954, and Section 48 of the Offices, Shops and Railway 
Premises Act 1963 have been replaced by the present requirements 
which mean that now virtually all accidents arising occupationally are 


reportable under one set of regulations. All work activities which are 
covered by Sections 1—59 of the Health and Safety at Work etc. Act 
1974 are covered by these regulations. The regulations apply to Great 
Britain; they do not apply to Northern Ireland. They will also apply to 
certain specialised work activities within territorial waters, but they will 
not apply to offshore installations, nor to pipelines within territorial 
waters. Full details of the work activities in territorial waters which 
attract the regulations will be found in Articles 6 & 7 of the Health and 
Safety at Work etc. Act 1974 (Application outside Great Britain) Order 
1977 (SI 1977 No. 1232). 


1 What type of incident should be reported? 








Fatal accidents: Regulation 3(1)(a) 








1 Fatal accidents have to be reported if they arise out of or in 
connection with work whether the person who dies is employed or not. 
For example, if a scaffolding which had been erected near a public 
highway collapsed and killed a member of the public who was passing 
the accident would be reportable. Similarly, a fatal accident to a child 
on a construction site caused, for example, by a child falling into a hole 
and being suffocated by falling earth would be directly reportable. 


2 In Regulation 5 there is a further duty to provide a written report of 
an accident which became fatal within one year of the date of the 
accident although it had been previously reported as non-fatal. The 
requirements of Regulation 5 may pose difficulties. In the past seriously 
injured employees have left their employment after an accident and, asa 
result, their former employers have found difficulty in keeping in touch 
with them. Occasionally these accidents have proved fatal within 12 
months of the date they occurred. Cases of this nature are likely to be 
few but an employer should take reasonable steps to keep himself 
informed of the progress of any seriously injured former employee. This 
situation is one that is most likely to arise in the construction industry 
and employers in this industry should be particularly on their guard in 
this respect. 





Major injury accidents: Regulation 3(1)(a) 








3. The second type of accident that has to be reported is an accident 
where any person suffers a major injury which again rises out of or in 
connection with work. For the purposes of these regulations the phrase 
‘major injury’ is defined in Regulation 2(1); major injury means: 
(a) fracture of the skull, spine, or pelvis; 
(b) fracture of any bone 

(i) inthe arm, other than a bone in the wrist or hand; 

(ii) in the leg other than a bone in the ankle or foot; 
(c) amputation of a hand or foot, 
(d) the loss of sight of an eye; or 


(e) any other injury which results in the person injured being admitted 
into hospital as an in-patient for more than 24 hours, unless that 


person is detained only for observation. : 


4 Note that in this type of case there is no need to assess the degree of 
incapacity for work or resulting disability. The fact that an accident has 
occurred and a person has sustained one of the injuries listed above 
means that it must be reported. It may be as well to remember also that 
the extent of the injury may not be apparent at the time of the accident 
or immediately afterwards; or the injured person may not be 
immediately admitted to hospital. However, once one of the above 
injuries is confirmed or more than 24 hours is spent in hospital, other 
than for observation, then a major injury accident has been identified 
and must be reported. 





Other accidents: Regulation 3(1)(b) 








5 Fortunately most accidents do not result in fatal or major injury. 
For the purposes of these notes they are referred to as ‘other accidents’. 
They will approximate in many cases to what the manufacturing 
industry has known for many years as the ‘three-day accident’, although 
they will now no longer be confined to manufacturing industry; they will 
include all occupations now covered by the Health and Safety at Work 
Act 1974. The important thing to remember is that these other accidents 
will not be directly reportable to the HSE. So, for example ‘other 
accidents’ in factories or on construction sites will no longer be required 
to be reported directly to HM Factory Inspectorate on Form 43 or 43B. 


6 Instead they will be notifiable to the HSE by the Department of 
Health and Social Security (see Regulation 7). These accidents will only 
become notifiable if an employee makes a claim for industrial injury 
benefit as allowed by the Social Security (Claims and Payments) 
Regulations 1979 (SI 1979 No. 628) made under Section 88 of the Social 
Security Act 1975. Information about these accidents will be made 
available to HSE by DHSS when the injured person’s employer makes 
his report to DHSS. As the minimum period of absence for which an 
employee can receive industrial injury benefit is one of more than three 
days, HSE will receive similar reports to those previously received from 
the manufacturing and construction industries. These will be received 
via DHSS. The number of these other accidents reported may increase 
as there has been evidence of under-reporting in the past. 


7 It should also be noted that employees have a duty under the Social 
Security (Claims and Payments) Regulations 1979 to report accidents 
which result in personal injury and for which benefit may be payable. 
This report should be made either orally or in writing as soon as 
practicable after the accident has occurred. An employee or someone 
acting on the employee’s behalf must give the appropriate particulars to 
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the employer, or to his designated representative, or to any foreman or 
official under whose supervision the employee was working at the time 
of the accident. An entry in Form BI 510 which certain employers are 
required to keep under social security legislation is regarded as sufficient 
notice in writing by the employee. Employers will be responsible for 
counting the number of days of incapacity for work. 

Further details can be found in Employer’s Guide to National Insurance 
Contributions (DHSS Leaflet No. NP 15). 








Dangerous occurrences: Regulation 3(2) 








8 The list of dangerous occurrences is selective, the aim being to obtain 
information about incidents with a high potential for injury but with a 
low frequency of occurrence so that the opportunity can be taken to 
gather information about circumstances in which failures occur. 
Dangerous occurrences which are reportable under the Notification of 
Accidents and Dangerous Occurrences Regulations are defined in 
Regulation 3(2). Details of these occurrences are given in Schedule 1 
which is divided into 4 parts. Part I applies to occurrences wherever they 
may happen. Part II applies additionally to occurrences at a mine, Part 
III to occurrences at a quarry, and Part IV to occurrences on a railway. 
A fuller description of those occurrences in Part I with examples can be 
found at Appendix 1. 


9 It is possible for there to be a dangerous occurrence with or without 
any person being killed or injured. For the purposes of reporting it does 
not matter whether or not injury results. If one of the listed dangerous 
occurrences happens then it is reportable. Dangerous occurrences on the 
public highway are not exempt from this requirement however they are 
caused. The aim of the requirement to report dangerous occurrences is 
to obtain information about incidents which have the potential for 
death or major injury whether or not that potential is realised. Danger- 
ous occurrences whether or not associated with injury can be reported 
on the direct report form F2508. If there is no associated reportable 
accident Parts I and II of the form should be completed; if there is an 
associated reportable accident Part III should be completed as well. 


10 Existing requirements to report dangerous occurrences, for example 
under the Dangerous Occurrences (Notification) Regulations 1947 have 
been revoked. For instance. the bursting of an abrasive wheel revolving 
under power in a factory will no longer be reportable as a dangerous 
occurrence after 31 December 1980. A complete list of regulations and 
orders dealing with dangerous occurrences which have been revoked can 
be found in Part II of Schedule 5 of the regulations. 


2 Whois responsible for reporting? 
Regulation 4(1) & (2) 
The responsible person: Regulation 4(2)(a) 


11 The responsibility for reporting notifiable accidents and dangerous 
occurrences rests with the ‘responsible person’. With the exception of 
mines, quarries, closed-tips, and pipelines, this person, in the case of a 
notifiable accident to an employee, is the employer. In the case of 
accidents to members of the public it is the person wHo controls the 
premises at which the accident or dangerous occurrence took place, 
provided the incident is connected with the carrying on of any trade, 
business or other undertaking whether for profit or not. Fuller details of 
the exceptions can be obtained by referring to Regulation 4(2)(a). 


12 To assist employers, and others responsible for reporting, to 
discharge their duties, employees will need to be given clear guidelines 
about reporting any accident with which they are involved. Moreover 
the internal reporting procedure adopted in an organisation should 
ensure that prompt and clear information is given to the person who is 
responsible within the organisation for reporting to HSE. 


Employees whose work involves travelling 


13. Accidents may occur to employees whose work requires them to 
travel. For example, they may occur to lorry drivers,* salesmen, 
building workers who travel from site to site, and domestic appliance 
service engineers. If an accident should happen to a person who is not 
working at his base location or his office some time may elapse before 
his employer, who has the duty to report, gets to know of it. Although 
not required to do so it will be very helpful if the owner or occupier of 
the premises where the accident occurred promptly informs the injured 
person’s employers of the accident. 


14 For example, if a service engineer who had been called to a 
breakdown on a combine harvester on a farm were injured, the farmer 
or farm manager could telephone the engineer’s employer so that they in 
turn could notify the enforcing authority. 


The self-employed: Regulation 6(1)(a)(i) 


15 Self-employed people can be working under the overall control of 
another person or can work largely independently of any other person’s 
direction. To illustrate the first case, consider the example of a self- 
employed tradesman working for a firm of subcontractors who in turn 
are controlled by a main contractor on a large building site; the 


* but see paragraph 20 
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responsibility for reporting an accident to such a person would rest on 
the main contractor as he would be regarded as the person who 
controlled the site. 


16 An example of the second case, would be a self-employed decorator 
working in a private house. There is no obligation on the self-employed 
decorator to report any accident he may sustain and no other person 
could be regarded as being in control of the work. He would therefore 
be exempted by the provision contained in Regulation 6(1)(a)(@). Other 
examples of people who are also exempt are self-employed farmers and 
country blacksmiths who employ no labour. 


3 Exemptions: Regulation 6 


Dual reporting: Regulation 6(2) and Schedule 2 


17 One of the major objectives of these regulations is to cut down and, 
where possible, eliminate dual reporting of accidents to different 
Government departments and agencies. Another objective has been to 
review the existing provisions relating to accident reporting in all areas 
of employment. Certain existing provisions relating to accident 
reporting are considered to be adequate and have been retained. The 
activities to which they relate have been exempted from the direct 
reporting requirements of these regulations. Had they not been it would 
have meant an unacceptable amount of direct dual reporting. 


18 Certain accidents involving explosives — those arising from the use of 
certain poisonous agricultural substances, and those occurring in the 
railway and merchant shipping industries, at nuclear installations, and 
in the field of civil aviation — are among those which have been exempted 
from the direct reporting requirement. The full list of statutes, 
regulations, and orders which attract this exemption can be found in 
Schedule 2. 


Medical and military accidents: Regulation 6(1)(a)(ii) & (iii) 

19 Other examples of fatal and major injury accidents which are 
exempt from the direct reporting requirements are those which occur to 
patients undergoing treatment in a hospital or in a surgery and which 
arise out of that treatment, and accidents to servicemen belonging to the 
regular, reserved and visiting armed forces who are on duty at the time 
of the accident. 


Road traffic accidents: Regulation 6(1)(b) 


20 Road traffic accidents are another special case where exemption has 
been permitted. Again this will prevent duplication of notification and 


investigation by enforcing authorities. At present, Section 25 of the 
Road Traffic Act 1972 requires that if an accident occurs which is 
caused by the presence of a motor vehicle on a road and personal injury 
is suffered by anyone other than the driver of the vehicle, then the driver 
must stop, and must, if required by any person having reasonable 
grounds for so requiring, give his name and address, and the name and 
address of the owner of the vehicle and the identification marks of the 
vehicle. If at the time the driver does not give his name and address to 
any person who has reasonable grounds for requiring it, then he must 
report the accident at a police station or to a constable as soon as 
reasonably practicable, and in any case within 24 hours of the accident. 


21 In practice this means that where an accident involving a motor 
vehicle occurs on a road and someone is injured and the accident is 
reportable according to the provisions of Section 25 of the Road Traffic 
Act, it will not be reportable under the Notification of Accidents 
Regulations 1980, even though a driver at work is an injured party. 


22 Where however a person is killed or suffers major injury while 
engaged in work on or alongside a road or as a result of the activities of 
another person who at the time is engaged in work on or alongside a 
road, the accident is reportable directly to the HSE under the provisions 
of the Notification of Accidents and Dangerous Occurrences 
Regulations. Such work can include work which is concerned with the 
construction, demolition, alteration, repair or maintenance of: 


(a) the road, or the markings or equipment on the road; 

(b) the verges, fences, hedges, or other boundaries of the road; 
(c) any pipes and cables on, under, over, or near to the road; or 
(d) any buildings or structures near to or above the road. 


23 For example, accidents which occurred to a local authority 
employee while repairing a road, or to an employee of a firm of 
contractors who were laying a gas main, or to an engineer repairing a set 
of traffic lights, are all reportable to HSE because of the effects of 
Regulation 6(1)(b). 


24 The term ‘road’ is defined in Section 196(1) of the Road Traffic Act 
1972 as follows: ‘road’ means any highway and any other road to which 
the public has access, and includes bridges over which a road passes. 
Hence roads to which the public is denied access are beyond the scope of 
the Road Traffic Acts, and accidents on them fall within the scope of 
the Notification of Accidents and Dangerous Occurrences Regulations. 
Examples of private roads include roads within the boundaries of 
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factories which are enclosed within fenced boundaries and to which 
access is only permitted to those with special passes. Roads within dock 
areas to which the general public does not have access whether by legal 
right or tolerance form another example. However, caution must be 
exercised in this matter because it has been held for example that a road 
in private occupation leading to a farm, is a road subject to the Road 
Traffic Acts if the public has access at the time. The Road Traffic Acts 
may still apply to certain roads despite the fact that the public does not 
have access. Roads which are within aerodromes owned or managed by 
the British Airports Authority are subject to the Road Traffic Acts 
because Section 13 of the Airports Authority Act 1975 expressly 
provides for this. To be sure of the position employers and other 
responsible persons should make the appropriate enquiries in their 
particular circumstances. 


Schoolchildren employed in work experience schemes: Regulation 
3(1)(a) 

25 Schoolchildren who have not yet reached the age at which they can 
leave school can be employed in work experience schemes. The 
conditions under which they can be employed can be found in the 
Education (Work Experience) Act 1973. Whilst working in such a 
scheme pupils are not employed and are not entitled to claim industrial 
injury benefit should they be unfortunate enough to meet with an 
accident. The BI 76 procedure will not therefore apply to them. They 
will however be classed within the definition of ‘any person’ referred to 
in Regulation 3(1)(a). This will mean that a fatal or major injury 
accident to such a pupil will be directly reportable to the enforcing 
authority. 


4 What to do in the event of an accident or 
dangerous occurrence 
(For summary—see Appendix 3) 


Fatal and major injury accidents and notifiable dangerous occurrences: 
Regulation 4(1)(a) & (b) 


26 When a fatal or major injury accident or notifiable dangerous 
occurrence happens, the enforcing authority should be told as soon as 
reasonably possible by the quickest practicable means. In virtually every 
case this will mean a telephone call to the appropriate office of the 
enforcing authority. It will be advisable to keep a record of the 
telephone call for reference. It is suggested that a note is kept of the 
caller’s name, the name and position of the person to whom the 


notification was given, and details of the accident given over the 
telephone. Within seven days of the accident or dangerous occurrence 
taking place a written report on form F2508 should be sent to the 
enforcing authority by the responsible person. Form F2508, the direct 
reporting form, is available from HMSO, and has been approved by the 
Health and Safety Executive for the purposes of direct reporting. A 
sample copy is shown at Appendix 4. 


27 Where an accident occurs and there is some doubt whether a major 
injury has been sustained, arrangements should be made to obtain a 
diagnosis from the hospital as soon as practicable so that the enforcing 
authority can be informed if appropriate. Cases falling into this 
category may include fractures of major bones in the arm or leg which 
require an X-ray examination to detect, and possibly other fractures. It 
may not be clear whether accidents which lead to the victim being sent 
to hospital will be directly reportable until 24 hours have elapsed and 
such delays in reporting are reasonable. 


28 In general, it will normally be satisfactory if telephone notifications 
are made during normal office hours. Some inspectorates have made 
special arrangements, however, for receiving calls outside these times. 
For example at mines the name and telephone number of the District 
Inspector is posted up as required by law; explosives and nuclear 
inspectors make use of the duty officer system at HSE headquarters 
which operates on a 24-hour basis. This system is available by ringing 
01-229 3456 outside of normal office hours. If in doubt locally of the 
procedures for giving out-of-hours notifications ring your local HSE 
office during normal office hours and make enquiries. Where there is no 
effective local procedure for giving out-of-hours notifications, calls can 
be made to the duty officer at the number just given. Where notification 
is required to be given to a local authority there is usually an emergency 
telephone number available to call. 


Other accidents: Regulations 3(1)(b) and 7 


29 Anemployee who sustains an accident at work which renders him 
unfit for work for more than three consecutive days is entitled to claim 
industrial injury benefit. In terms of Regulation 3(1) such an accident 
becomes notifiable. If the employee claims industrial injury benefit the 
Department of Health and Social Security (DHSS) will send an accident 
enquiry form to the employer who must complete and return the form, 
(known as BI 76) to DHSS after investigating the circumstances of the 
accident. DHSS will in turn send a copy of form BI 76 to the Health and 
Safety Executive. Form BI 76 has been revised to meet the needs of the 
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Notification of Accidents and Dangerous Occurrences Regulations . The 
form will be produced in such a way that by completing the top copy 
with a ball point pen the undercopy will be automatically completed, 
although rubber stamp impressions should be repeated on the 
undercopy. 


30. Essentially the procedure which will be followed for these over 
three-day accidents is unchanged from the present procedures for 
claiming industrial injury benefit. The only changes are the use of a 
revised form and the sending of a duplicate copy of the accident report 
form by the DHSS to the HSE. Employers have had long experience of 
completing the accident enquiry forms from the DHSS but it will be 
helpful if employers would now bear in mind the extra use which will be 
made of the document. For that reason the HSE ask that employers give 
as much information as possible on the form. 


31 Particular attention should be given to answering Questions B4 and 
BS. Information should be given about the job on which the injured 
person was working and about the task he was doing. If, for example, a 
labourer on a building site was engaged on fixing shoring in an 
excavation, his occupation would be ‘labourer’ which would appear at 
Question 2 in Part A. His job involved excavation and his task would be 
‘fixing shoring’. An entry such as ‘fixing shoring in an excavation’ at 
Question 4 in Part B would describe both the job and the task. 


32 The answer to Question 5 in Part B should give a fuller account of 
the circumstances of the incident. The labourer we have just been 
talking about may have been lifting a length of timber weighing about 
20 kg and this should be stated. Care should be taken in correctly 
describing the nature of the employee’s injuries and incapacity, see 
Questions 7 in Part A and 10 in Part B. The answer to Question 12 
should be used to give details of any discrepancies in the information 
given on the rest of the form. When answering Question 13 information 
should be given about the main business of the employer and the work 
of the employee at the time of the accident. If, for example, the accident 
occurred to a maintenance joiner employed in a bakery, then both the 
words ‘joinery’ and ‘baking’ should appear in the answer. It is from 
such answers that national statistics will be compiled. 


33 Regulation 23 of the Social Security (Claims and Payments) 
Regulations 1979 requires employers to complete Form BI76 as soon as 
reasonably possible after an accident. The employer is helped in this 
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task if he remembers the requirement in Regulation 8 of the Notification 
of Accidents and Dangerous Occurrences Regulations to keep records of 
notifiable accidents (records are dealt with more fully in Part 6). The 
great majority of employers and others responsible for reporting are 
likely to know from experience those accidents which will become 
notifiable and it makes good sense for details of the accident to be 
recorded promptly whilst the event is still fresh in the minds of those 
involved. 


To whom do you report? Regulation 4(1) 


(a) & (D) 


34 Reports of fatal and major injury accidents and notifiable 
dangerous occurrences have to be sent direct to the enforcing authority. 
The enforcing authority is the authority responsible for enforcing the 
Health and Safety at Work Act. The phrase is defined in Section 18(7) 
of the main Act and means, at present, the Health and Safety Executive, 
certain local authorities and any other authority made responsible by 
legislation for the purpose. The Executive comprises a number of 
inspectorates and reports should be sent to whichever inspectorate or 
local authority is responsible for enforcing the main Act in the premises 
where the accident occurred. At present the inspectorates to whom 
reports should be sent include, HM Factory Inspectorate, HM Mines 
and Quarries Inspectorate, HM Explosives Inspectorate, HM Nuclear 
Installations Inspectorate and HM Agricultural Inspectorate. Where 
appropriate, reports should be sent to agents of the Executive, for 
instance to the Railway Inspectorate (part of the Department of 
Transport) or to the Petroleum Engineering Division of the Department 
of Energy. Reports to the Railway Inspectorate will include those 
concerning accidents on non-statutory railways and of dangerous 
occurrences (see Parts I and IV of Schedule 1) on both statutory and 
non-statutory railways which have become notifiable under the 
Notification of Accidents and Dangerous Occurrences Regulations (but 
see note on p.27 concerning railways). 


35. Normally telephone notifications and confirming reports of fatal 
and major injury accidents and notifiable dangerous occurrences should 
be given and sent respectively to the appropriate area or local office of 
the inspectorate, agent or local authority. In cases of doubt you are 
advised to contact one of the 21 area offices of the HSE throughout 
Great Britain whose addresses and telephone numbers are listed at 
Appendix 2. 
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36 Accidents which occur in shops and offices and comparable 
premises* should be reported to the relevant local authority. The Health 
and Safety (Enforcing Authority) Regulations 1977 (SI 1977 No.746) 
designate these authorities and their scope. For further details see 
Regulation 3 and Schedule 1 of those regulations and Regulation 4 for 
exceptions. For the purpose of those regulations the meaning of the 
term ‘local authority’ is defined in Regulation 2. Briefly, however, in 
England and Wales these bodies are the district council and in Scotland 
the islands or district council. In London the local authority to which 
accidents should be reported is the London borough council, the 
Common Council of the City of London, the Sub-Treasurer of the Inner 
Temple, or the Under-Treasurer of the Middle Temple as appropriate. 
Finally, in the Isles of Scilly the appropriate local authority is held to be 
the Council of the Isles of Scilly. 


37. The table below summarises the main examples of the authority to 
report to in the event of fatality, a major injury accident, or a notifiable 
dangerous occurrence. 








Premises by main activity To whom to report 

1 Factories and factory offices H M Factory Inspector 

2 Mines & Quarries H M Mines & Quarries Inspector 

3 Farms (and associated activities), H M Agricultural Inspector 
horticultural premises, and forestries 

4 Civil engineering and construction H M Factory Inspector 
sites 

5 Statutory and non-statutory railways Inspecting Officer of Railways 

6 Shops, offices, separate catering District Council (or equivalent) 


services, launderettes 


7 Hospitals, research and development H M Factory Inspector 
services, water supply, postal services 
and telecommunications, 
entertainment and recreational 
services, local government services, 
educational services, and road 
conveyance 


EEE 


* For a fuller description of the types of premises for which local authorities are 
responsible see the booklet A Guide to the 1963 OSRP Act Appendix 2. The reference 
number of this publication is HS(R)4 and it is available from HMSO. 
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6 Records: Regulations 8 & 13 and Schedule 3 


Accidents and dangerous occurrences: Regulation 8(1)(a) 


38 Itis important that records are kept of notifiable accidents and 
dangerous occurrences. Keeping records enables employers to work out 
over a period of time the number of accidents which have occurred in 
their premises; whether accident figures are improving; and whether 
there are any trends in causation or location. This information helps 
employers to make cost-effective decisions about preventive action. 
Regulation 8 of these regulations makes requirements for the keeping of 
records. A written record has to be kept by employers and self-employed 
of all notifiable accidents and dangerous occurrences which arise out of 
or in connection with work under their control. The record should 
include the following details: 


(a) The date of the accident or dangerous occurrence. 
(b) Where there is an accident, details of the person injured as follows: 
(i) name 
(ii) sex 
(ili) age 
(iv) occupation 
(v) nature of injury 
(c) Location of the accident or dangerous occurrence. 
(d) A brief description of the circumstances. 


An extract from Part I of the official register F2509 (available from 
HMSO) giving these details is shown below, but employers may, if they 
prefer, prepare their own register provided it includes the same 
information. 


Health Record of accidents and dangerous occurrences Part | 
and 
Safety 
Executive 
| niiieenennsieieniaee an baieiiiieenenneaae cc acacia 


Date of accident cidents only cai g injuries which result er 3 days’ incapcity for work (where applicable) 
or dangerous Place where accident or dangerous 
rence took place Brief description of the Be ame of injured per: of injury 


ieee cram 
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Occupational diseases: Regulation 8(1)(b) 


39 Benefits may be payable under the industrial injuries scheme to 
employees who contract one of the prescribed industrial diseases or 
suffer from pneumoconiosis or byssinosis due to the nature of their 
work. The Department of Health and Social Security (DHSS) is 
responsible for the payment of claims under the Social Security Act 1975 
which prescribes certain occupational diseases. DHSS makes enquiries 
of employers on Form BI 77 when claims are made to help decide if 
benefit is payable. There are at present 50 prescribed diseases which are 
reviewed from time to time and about 15 000 new claims are made in an 
average year. In addition, over 1000 new cases of pneumoconiosis. 
(including asbestosis) and byssinosis have been diagnosed each year in 
recent years. So that information concerning occupational ill-health is 
readily available, Regulation 8(1)(b) of the Notification of Accidents 
and Dangerous Occurrences Regulations requires employers to keep a 
record of all enquiries from the DHSS concerning claims for any of the 
prescribed industrial diseases for industrial injury benefit or concerning 
pneumoconiosis or byssinosis. The record to be kept has to contain the 
following details of the person concerning whom the enquiry was made: 


(a) sex 

(b) age 

(c) occupation 

(d) nature of disease for which the claim was made 
(e) date of first absence from work 


An extract from Part II of form F2509 is shown below 


Health Record of enquiries from the Department of Health and Social Security concerning claims by employees in respect Part Il 
and of any disease prescribed under Section 76 of the Social Security Act 1975 for the purposes of industrial injuries 

Safety benefit or concerning pneumoconiosis or byssinosis 

Executive 


The following particulars shall be recorded of the person concerning whom the enquiry was made: 


Sex Age Occupation Nature of disease for which the claim was made Date of first absence from work 
‘J 2 3 4 5 


: 














Record keeping: Regulation 8(2) and (3) 
40 Where reasonably practicable, records of accidents, dangerous 
occurrences, and enquiries concerning occupational diseases should be 
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kept at the workplace to which they relate. If this is not reasonably 
practicable then the records should be kept at the employer’s or self- 
employed person’s usual place of business. For example, in the case of a 
domestic appliance service company the records should be kept at the 
premises where the service engineers are based. Any entry made in the 
records has to be kept for three years from the date on which it was 
made. Employers and self-employed persons will have to send to the 
enforcing authority such extracts from the records as may be requested 
from time to time. 


Existing records: Regulation 13 


41 Regulation 13 of the Notification of Accidents and Dangerous 
Occurrences Regulations requires that any existing record or register 
which has to be kept because of requirements which these regulations 
have repealed or revoked has still to be kept in the same manner and for 
the same period as if the regulations had not been made. For example 
Part 3 of the general register kept under Section 140(1)(c) of the 
Factories Act 1961 which records accident details will have to be kept 
for at least two years after the date of the last entry in the register even 
though that part of Section 140(1)(c) has been repealed. If the last entry 
in Part 3 of the general register is made on 31 December 1980, then that 
part of the register cannot be disposed of until 1 January 1983. Note 
that the requirement to notify and record details of prescribed industrial 
diseases (under Section 82 of the Factories Act 1961) is not affected by 
these regulations. 


The Safety Representatives and Safety Committees Regulations 1977 
(SI 1977 No.500) 


42 Safety representatives appointed under the Safety Representatives 
and Safety Committees Regulations 1977 are given functions under 
Regulation 7 to inspect and take copies of relevant documents which are 
required to be kept by employers; this includes documents kept under 
the Notification of Accidents and Dangerous Occurrences Regulations 
1980. An important exception to this rule is that any document 
consisting of or relating to any health record of an identifiable 
individual does not have to be disclosed. The Health and Safety 
Commission, in its publication Safety Representatives and Safety 
Committees, advises, in the Code of Practice which accompanies the 
regulations, that employers should provide to safety representatives the 
information which they keep relating to the occurrence of any accident, 
dangerous occurrence, or notifiable industrial disease and any relevant 
statistical records. 
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Appendix 1 Schedule 1: Part 1 


Dangerous occurrences 


The following relates to the dangerous occurrences listed in Schedule 1 
Part 1 of the regulations which are notifiable wherever they occur and 
the paragraph numbers used below correspond with those in the 
schedule. 


1 Collapse or overturning of any lift, hoist, crane, excavator or mobile 
powered access platform, or failure of any load bearing part thereof, 
which, taking into account the circumstances of the occurrence, might 
have been liable to cause a major injury to any person; and in this 
paragraph a ‘lift, hoist, crane or mobile powered access platform’ does 
not include a crab, winch, teagle, pulley block, gin wheel, transporter or 
runway. 


This definition is intended to cover only the collapse or overturning 
of lifts, hoists, cranes or mobile powered access platforms, or the 
failure of a principal load bearing member thereof. It is not intended 
to cover failure of ancillary equipment such as electric operating 
buttons or radius indicators. The words ‘mobile powered access 
platform’ means platforms where the movement of the platform is 
powered and not the movement of its supporting vehicle. Thus power 
elevated platforms mounted on manually moved vehicles would be 
included. Fixed or mobile tower scaffolds are not intended to be 
included, but forklift trucks fitted with access platforms across the 
forks would be included. Incidents involving cranes should be 
reported irrespective of the nature of the work being done, and 
reports should not be restricted to those involving lifting and 
lowering. For example, the collapse or overturning when a machine is 
being used for drop balling should be included. 


2 Explosion, collapse ot bursting of any closed vessel including a 
boiler or boiler tube in which there was any gas (including air) or vapour 
at a pressure greater than atmospheric which might have been liable to 
cause major injury to any person or which resulted in significant 
damage to the plant. 


This definition about pressurised plant applies not only to fixed 
plant, but also to transportable items such as gas cylinders and road 
tankers. However, it is not intended that aerosol containers should be 
regarded as subject to the definition. The definition covers the 
notification of incidents involving the sudden failure of pressurised 
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plant but is restricted to plant containing gas or vapour and to 
incidents of a certain severity. ‘Gas’ should be taken to include 
compressed air and gas in liquefied form and ‘vapour’ includes 
steam. When considering whether an incident is severe enough to be 
notifiable, a judgement has to be made using injury and damage 
criteria. As far as potential injuries are concerned an assessment 
should be made of the nature of the injuries that would have been 
suffered by a person in the immediate vicinity of the plant. Where 
plant damage is concerned, it should be regarded as ‘significant’ if it 
has been damaged to the extent that the pressure-containing parts 
have undergone permanent deformation. 


Incidents may be notifiable involving steam boilers or other steam 
plant such as the tubes of steam ovens, heating apparatus, steam 
heated hot plates, steam heated calorifiers, calenders, drying 
cylinders, economisers, steam jacketed pans, rag boilers, kiers and 
stills. The sort of accident which would be notifiable would be one 
involving failure of plant by force of internal pressure (other than 
pressure of ignited flue gases). Explosions of steam boilers should 
obviously be reported, but experience has shown that for each 
explosion there are numerous incidents which result in serious 
damage to the boiler. These incidents usually result from shortage of 
water causing over-heating of the furnace and eventual furnace 
collapse. Incidents of this type should be reported. 


Failure of pressurised plant containing liquids, although not 
notifiable under this definition, may be notifiable under items (5) and 
(8) of Schedule 1 Part 1. For example, an explosion of a pressurised 
hot water boiler may be notifiable under (8). 


The explosion, collapse or bursting of pressurised equipment other 
than closed vessels, boilers and boiler tubes (such as failure of pipes 
or valves) resulting in the release of flammable or harmful contents, 
may also be reportable under items (5) or (8). 


3 Electrical short-circuit or overload attended by fire or explosion 
which resulted in the stoppage of the plant involved for more than 24 
hours and which, taking into account the circumstances of the 
occurrence, might have been liable to cause major injury to any person. 


Where the failure of an item of electrical equipment results in fire or 
explosion, the failure will be notifiable as a dangerous occurrence if 
the equipment concerned is rendered unusable for a period in excess 
of 24 hours, and if the occurrence was one with the potential for 
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major injury to any person. The incident is notifiable even if the 
system in which the damaged equipment was installed is put back into 
service using new equipment earlier than 24 hours. In such a case an 
assessment should be made on how long a repair to the damaged 
equipment would have taken had it been attempted. 


4 Anexplosion or fire occurring in any plant or place which resulted in 
the stoppage of that plant or suspension of normal work in that place 
for more than 24 hours, where such explosion or fire was due to the 
ignition of process materials, their by-products (including waste) or 
finished products. 


This item is intended to cover the more serious fires and explosions 
which might arise from the storage, transfer and use of flammable 
materials. Examples of the type of incident notifiable would be fires 
of process materials such as cellular plastic lining material used in 
clothing manufacture, or explosions involving dusts in pneumatic or 
mechanical conveying systems. The following types of incident need 
not be reported: 


(a) An explosion in a dust collecting system, unless the dust 
collector is out of action for more than 24 hours. Normally the 
explosion relief panels would operate and be replaced or reset in 
less than 24 hours. 


(b) The ignition of material being processed in the machine, when 
the fire is immediately extinguished. 


5 The sudden, uncontrolled release of one tonne or more of highly 
flammable liquid, within the meaning of Regulation 2(2) of the Highly 
Flammable Liquids and Liquefied Petroleum Gases Regulations 
1972(a), flammable gas or flammable liquid above its boiling point from 
any system or plant or pipe-line. 


This definition is intended to provide information on releases of 
flammable liquids and gases where the release, if ignited, would give 
rise to a major explosion or fire. To qualify as a dangerous 
occurrence it is considered that the scale of release should be such as 
could lead to explosion or fire of sufficient proportions to cause 
casualties and severe damage to structures and plant. It is not 
intended to cover gradual or controlled releases from plant or 
systems, or small-scale releases such as seepages from joints and 
glands. 


6 Acollapse or part collapse of any scaffold which is more than 12 
metres high which results in a substantial part of the scaffold falling or 
overturning. 
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The 1973 Report of the Sub-Committee of the Joint Advisory 
Committee on Safety and Health in the Construction Industry 
recommended that scaffold collapses, whether or not injury was 
caused, should be made reportable. The definition is directed to 
obtaining particulars of any major collapse of scaffolding. The fall of 
a scaffold component which was not associated with the collapse of 
the main structure would not be regarded as within the definition. 
‘Scaffold’ is a defined term and is interpreted in Regulation 4(2) of 
the Construction (Working Places) Regulations 1966 (SI 1966 

No. 94). The figure of 12 metres relates to the height of the scaffold 
and not to the distance between the top of the scaffold and the 
ground or any other adjoining horizontal surface. 


7 At any building or structure under construction, reconstruction, 
alteration or demolition, a collapse or partial collapse of any part of the 
building or structure, or of any false-work, involving a fall of more than 
10 tonnes of material, except where the manner and extent of the 
collapse or partial collapse was intentional. 


This item covers unintentional collapse of buildings and structures 
while undergoing construction or demolition work, and also collapses 
of falsework which support structures during their erection. By 
falsework is meant ‘any temporary structure used to support a 
permanent structure during its erection and until that structure 
becomes self-supporting’. A lower limit of 10 tonnes of material has 
been included to restrict the requirements for notification to 
substantial collapses. 


8 The uncontrolled release or escape of any substance or agent in 
circumstances which, having regard to the nature of the substance or 
agent and the extent and location of the release or escape, might be 
liable to cause damage to the health of, or major injury to, any person. 


The main type of incident which would be notifiable under this 
definition is the accidental occurrence which ‘could have resulted in 
damage to the health of, or major injury to, any person’, e.g. failure 
of plant, failure of a system, failure to control the process leading to 
the operation of a relief valve or bursting disc where escaping 
material is not effectively contained or directed to a safe place, and 
releases or escapes due to human error. The definition is not intended 
to cover controlled releases from plant in the normal course of plant 
operation or maintenance, e.g. during sampling, packaging or 
drainage of lines before repair, provided that such releases are 
sufficiently well controlled as to ensure that persons are not at risk 
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thus complying with Sections 2 and 3 of the HSW Act. Note that 
‘substance’ which is the term used in the definition is defined in 
Section 53(1) of the HSW Act as meaning any natural or artificial 
substance, whether in solid or liquid form or in the form of a gas or 
vapour. The term ‘agents’ includes all forms of radiation both 
ionising and non-ionising, e.g. lasers, microwave radiation, X-rays 
and y-rays. 


When talking about substances which can damage health or cause 
major injury the HSE is referring not only to substances which are 
themselves inherently harmful (e.g. chlorine gas or materials which 
are radioactive) but also to substances which, because they are 
subject to extremes of temperature or high pressure, would be 
harmful in an uncontrolled release or escape (e.g. a high pressure jet 
of water, a cloud of steam, an ejection of scalding hot liquid, a 
release of liquid nitrogen). Some incidents which fall within this 
definition may also be notifiable under item (2). Only one 
notification need be sent. 


Also notifiable as a dangerous occurrence under this heading would 
be incidents relating to conveyance of hazardous substances although 
certain incidents relating to chemical road tankers may be notifiable 
under item(14). For example, failure of tanker ancillary equipment 
(e.g. valves, manhole covers) may lead to potentially hazardous 
spillage. It is very difficult to specify the quantity that must be lost in 
a given situation because this is dependent upon the substance and 
the situation. However, as an example consider a tanker with a 
leaking valve which drops a steady but small stream of corrosive acid 
along a motorway. Only a relatively small amount in unit time may 
escape, but the potential for injury is significant. 


Similar considerations apply when dealing with flammable liquids 
(certain incidents may be notifiable under item (5)). It is accepted that 
for example each delivery of petroleum spirit to a filling station 
results in a small spillage. Unless ignition results these spillages can be 
ignored. The loss of a number of gallons through a failed hose, 
conneetion or valve on the other hand is a different matter and may 
well be notifiable. 


Incidents involving spillages from containers lost whilst being carried 
on vehicles may also require notification. Such instances may be due 
to faulty or unsuitable packaging, faulty loading or faulty 
operational procedures and HSE wishes to know about such events. A 
container which bursts on impact may be unsuitable for the purpose 
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it is used for, or it may be that it is just not strong enough to 
withstand the rigours of transport. Again the amount lost is relatively 
unimportant but obviously liquids are more hazardous than solids 
which tend to stay in one place, although solid toxic substances such 
as sodium cyanide present a greater risk to health if released. 


Aerial crop spraying is common in agriculture. Overspraying may 
lead to members of the public being affected by the toxic pesticides 
used. Such incidents should be reported as being dangerous 
occurrences. 


To conclude, it is worth noting that this dangerous occurrence will 
not just apply to fixed installations and transport by road, but will 
also include conveyance by ships in port and by inland waterway and 
to the loading and unloading of dangerous substances into or from 
ships in ports or on inland waterways. 


9 Any incident in which any person is affected by the inhalation, 
ingestion or other absorption of any substance, or by lack of oxygen, to 
such an extent as to cause acute ill-health requiring medical treatment. 


This definition covers a wide variety of incidents which might cause 
fatal injury. Other types of incident covered in this definition are 
escapes of toxic gases, or vapours from enclosed or partially enclosed 
plant (e.g. carbon monoxide from a blast furnace, ammonia from 
refrigeration plant, solvent vapours from de-greasing plant); the 
misuse of fumigants; the uncovenanted production of a dangerous 
gas (e.g. chlorine due to inadvertent contact between sodium 
hypochlorite and an acid); incidents arising from contact with liquids 
such as benzene or cyanides in solution or the ingestion or inhalation 
of dangerous fumes (e.g. carbon monoxide in mines) or dusts. The 
definition will also cover decompression sickness arising from diving 
operations and from tunnelling work in compressed air. An example 
of a dangerous occurrence in agriculture would be the case of a 
farmhand entering a grain silo containing moist grain and being 
overcome by carbon dioxide which is given off by moist grain in 
significant quantities in a confined space. 


The phrase ‘medical treatment’ is intended to cover hospital 
treatment and treatment by the firm’s medical and nursing staff, 
including trained first-aiders. In this context medical treatment by a 
trained first-aider is intended to cover significant treatment, for 
example cases where the trained first-aider has indicated that the 
person concerned should be seen subsequently by a nurse or doctor. 
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10 Any case of acute ill-health where there is reason to believe that this 
resulted from occupational exposure to isolated pathogens or infected 
material. 


It can be argued that this dangerous occurrence overlaps to a 
considerable degree dangerous occurrence no. 8. Be that as it may, it 
was felt appropriate to include it as a separate item so as to give 
adequate coverage in an area which is being given increasing attention 
by HSE. It is aimed at the notification of those diseases contracted 
occupationally as a consequence of being in contact with or exposed 
to microbiological agents, viz. viruses and pathogens. People who are 
liable to be affected by exposure to such organisms include those who 
work in microbiological and clinical laboratories, vaccine preparation 
laboratories, and in factories where microbes or their products are 
used in production. It is not intended that incidents involving minor 
aerosol production or spillage occurring during otherwise good 
microbiological practice should be notified. 


Work on compiling universally accepted lists of Category A and B 
pathogens is still continuing. Readers of this booklet should 

refer to the ‘Code of Practice for the Prevention of Infection in 
Clinical Laboratories and Post-mortem Rooms’ published by the 
Department of Health and Social Security and available from 
HMSO, price £1.75 net. The only safe course would be to contact the 
enforcing authority should an incident occur where dangerous 
pathogenic micro-organisms are suspected as having been the cause. 


Particular mention should be made of cases of anthrax, in view of the 
fact that the requirement to report such cases (occurring in factories 
only) to HM Factory Inspectorate by factory occupiers and medical 
practitioners has been repealed by amendment of Section 82(1) and 
(3) of the Factories Act 1961. Anthrax can be contracted from 
materials such as infected goat hair, hides and skins, and imported 
bonemeal. Any case arising occupationally will now be notifiable to 
HSE as a consequence of this item. A good example of a case of 
acute ill-health is an acute attack of ‘farmer’s lung’ caused by 
handling mouldy hay or grain. To sum up, for a disease (acute ill- 
health) to be notifiable under this heading it must be shown that it 
was acquired at or through work and was related to exposure to 
specific material. 


11 Any ignition or explosion of explosives, where the ignition or 
explosion was not intentional. 
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This definition covers incidents arising from the storage and use of 
explosives in a work situation. It is not intended to cover incidents 
which occur at private or domestic functions (e.g. firework parties, 


etc.). 


12 Failure of any freight container or load-bearing part thereof while 
it is being raised, lowered or suspended, and in this paragraph a ‘freight 
container’ means a freight container as defined in Article II of the 
International Convention for Safe Containers (CSC) except any 
container specially designed for air transport or any skip or cage used in 
a mine or quarry. 


Incidents involving freight containers within the definition contained 

in Article II of the International Convention for Safe Containers 

are the subject of this dangerous occurrence. The definitions of a 

freight container and corner fittings respectively are as follows: 

(a) ‘Container’ means an article of transport equipment: 

(i) of a permanent character and accordingly stong enough to be 
suitable for repeated use; 

(ii) specially designed to facilitate the transport of goods, by one 
or more modes of transport, without intermediate reloading; 

(iii) designed to be secured and/or readily handled, having corner 
fittings for these purposes; 

(iv) of a size such that the area enclosed by the four outer bottom 
corners is either: 
(1) at least 14m? (150 sq ft) or 
(2) at least 7m? (75 sq ft) if it is fitted with top corner fittings; 

The term container includes neither vehicles nor packaging; however, 

containers when carried on a chassis are included. 

(b) ‘Corner fittings’ means an arrangement of apertures and faces at 
the top and/or bottom of a container for the purposes of 
handling, stacking and/or securing. 

Ways in which freight containers can fail include separation of the 

floor from the box, failure of corner castings and collapse of side 

walls, struts and ends. 
13. Either of the following occurrences in relation to a pipe-line: 


(a) the bursting, explosion, or collapse of a pipe-line or any part 
thereof; or 

(b) the ignition of any thing in a pipe-line, or of any thing which 
immediately before it was ignited was in a pipe-line. 
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Section 33 of the Pipelines Act 1962 contained requirements for HSE 
to be notified of dangerous occurrences. This section of the Pipelines 
Act has been repealed, and the requirements for notifying these 
dangerous occurrences are now included in the HSE Regulations. The 
occurrences will be notifiable to the Pipelines Inspectorate of the 
Department of Energy, acting on behalf of HSE, who will arrange 
for the necessary information to be passed to HSE Area Offices. 
Incidents involving pipe-lines may also occur which are not within the 
province of the Pipelines Act 1962. These should be reported to the 
relevant enforcing authority for the premises. 


14 Any incident in which a road tanker to which the Hazardous 
Substances (Labelling of Road Tankers) Regulations 1978* applies 


(a) overturns; 


(b) suffers serious damage to the tank in which a prescribed hazardous 
substance is being conveyed. 


Any incident in which a road tanker overturns should be reported 
since the behaviour of the carrying tank in these circumstances is of 
great interest. Rollovers which do not result in loss of containment 
demonstrate the adequacy of forms of construction and the ability of 
items of equipment to perform their functions under adverse 
conditions. 


The notification of serious damage is particularly important in 
relation to conveyance under pressure (e.g. liquefied petroleum gases) 
where dents or gouges in the pressure vessel caused by impact may 
affect its ability to withstand the stresses of continued use or may 
cause failure in use under changed conditions (e.g. low temperatures 
in winter) with subsequent loss of contents. 


The proposed requirement in the Dangerous Substances (Conveyance 
by Road) Regulations (see the Health and Safety Commission’s 1979 
Consultative Document for the full proposals) concerning the use of 
damaged, modified, or repaired vessels must be borne in mind when 
considering the need to notify dangerous occurrences with respect to 
pressure vessels. 


Incidents involving, for example liquefied petroleum gas-fired hot 
road planing machines and other specialised vehicles which are not 
goods vehicles within the meaning of Section 92 of the Transport Act 
1968 are not included. 


* SI 1978/1702 
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Appendix 2. Area offices of HSE 


Code 





1 


10 


11 


LZ 
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Name 


South West 


South 


South East 


London NW 


London NE 


London South 


East Anglia 


Northern Home Counties 


East Midlands 


West Midlands 


Wales 


The Marches 


North Midlands 


Address 





Intercity House, 
Mitchell Lane, Bristol 
BS1 6AN 


Priestley House, 
Priestley Road, 
Basingstoke RG24 9NW 
3 East Grinstead 
House, London Road, 
East Grinstead, 

West Sussex RH19 IPR 


Chancel House, 
Neasden Lane, London 
NW10 2UD 


Maritime House, 
1 Linton Road, 
Barking, Essex 
IG11 8HF 


1 Long Lane, 
Southwark, London 
SE1 4PG 

39 Baddow Road, 
Chelmsford, Essex 
CM2 OHL 


14 Cardiff Road, Luton 
Beds LU1 1PP 


5th Floor, 

Belgrave House, 

1 Greyfriars, 
Northampton NNI 2LQ 


McLaren Building, 
2 Masshouse Circus, 
Queensway, 
Birmingham B4 7NP 
Brunel House, 

2 Fitzalan Road, 
Cardiff CF2 1SH 


The Marches House, 
Midway 
Newcastle-under-Lyme, 
Staffs STS 1DT 


Birkbeck House, 
Trinity Square, 
Nottingham NGI 4AU 


Telephone no. 


0272-29068 1 


0256-3181 


0342-26922 


01-459 8844 


01-594 5522 


01-407 8911 


0245-84661 


0582-34121 


0604-21233 


021-236 5080 


0222-497777 


0782-610181 


0602-40712 


Code 





14 


15 


16 


17 


18 


19 


20 


21 


Name 


South Yorkshire and 
Humberside 


West & North Yorkshire 


Greater Manchester 


Merseyside 


North West 


North East 


Scotland East 


Scotland West 


Address 


Sovereign House, 
40 Silver Street, 
Sheffield S1 2ES 


8 St Pauls Street, Leeds 
LS1 2LE 


Quay House, 
Quay Street, 
Manchester M3 3JB 


The Triad, 
Stanley Road, Bootle, 
Merseyside L20 3PG 


Victoria House, 
Ormskirk Road, 
Preston PR1 1HH 


Government Buildings, 
Kenton Bar, 
Newcastle-upon-Tyne, 
NEI 2YX 


Meadowbank House, 
153 London Road, 
Edinburgh EH8 7AU 


314 St Vincent Street, 
Glasgow G3 8XG 


Telephone no. 


0742-73908 1 


0532-446191 


061-831 7111 


051-922 7211 


0772-59321 


0632-86981 1 


031-661 6171 


041-204 2646 








In the case of accidents and dangerous occurrences on railways, other than in a factory or 


at a mine or quarry, reports should be sent and enquiries made to: 


Railway Inspectorate 


Department of Transport 


2 Marsham Street 
London SW1P 3EB 


Tel 01-212 3434 
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Appendix 3 Notification of Accidents and 
Dangerous Occurrences Regulations 1980 





Type of incident 


1 


Accident resulting in death. 


Accident resulting in major 
injury: e.g. broken leg, 
admission to hospital for more 
than 24 hours for treatment. 


Incident which results in a 
dangerous occurrence (see 
Schedule 1) whether or not 
accompanied by an accident 
which does not result in death 
or major injury. 


Accident which results in 
incapacity for work for more 
than 3 days and injured 
employee claims Industrial 
Injury Benefit or completes 
and returns Industrial Injury 
Benefit claims form even 
through not claiming Industrial 
Injury Benefit. 


Accident which results in 
incapacity for work for more 
than 3 days and injured 
employee does not complete an 
injury benefit claims form. 


Action required by employer or responsible person 


1 


Notify the local office of the enforcing authority 
as soon as reasonably practicable by telephone. 
Confirm the notification in writing within 7 
days on form F2508. 

Keep a copy of form F2508 for record purposes 
and make available to the enforcing authority or 
safety representative if required. 


As above. 


As above. 


Await receipt of form BI 76 from the 
Department of Health and Social Security 
(DHSS). 

On receipt of form BI 76 complete and return 
both copies to DHSS. 

Keep a copy of form BI 76 for record purposes 
and make available to the enforcing authority or 
safety representative if required. 


Keep a record of those details listed in Part I of 
Schedule 3. 
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Appendix 4 Sample copy of form F2508 


Front 


Health and Safety Executive 
Health and Safety at Work etc Act, 1974 
Notification of Accidents and Dangerous Occurrences Regulations, 1980 


Report of an accident and/or dangerous occurrence 
and injuries sustained 


Please read the notes on pages 1 and 2 before completing this form. 


Part | Administrative 


1 Person or organisation reporting the accident/ 2 Place of accident/dangerous occurrence if different from 1 
dangerous occurrence (for construction sites give name of main contractor) 


Name Name 








Address Address 














Postcode Postcode 








Nature of undertaking Tel no Ext 





Signature of person Name of site manager or other person 
making this report in charge (block capitals) 


Date Address (/f not as above) 





Name (block capitals) 





Position in organisation Postcode 
(where applicable) 
Tel no Ext ; Ext 








Part Il General report of the incident 


1 Date 2 Time *am/pm 4 Was there a dangerous occurrence lial id 
as defined in the regulations? yes no 


3 Precise place, e.g. South Warehouse, No 2 Machine Shop, 
canteen kitchen If yes, state type 





5 Number of (a) deaths (b) major injuries 





Give a full account of the accident/dangerous occurrence, explaining so far as possible how it happened and how those killed 
or hurt received their injuries. Give name and type of any plant, equipment, machinery or vehicle involved and note whether 
it was in motion. 


*delete as appropriate Part 111 — continued overleaf 





Back 


Part 11! Details of injured/deceased person(s) 
This part should be completed for each person for whom a direct report is required — those included at 5(a) and (b) of Part // 
(see notes). Space is provided for two persons; if more is needed attach further copies of the form as continuation sheets 

(number the cases consecutively). 


(At 


questions 3, 4, 8 and 9 tick the appropriate box ) 


Case number 


Surname 





Forename(s) 





Was he/she: 
at work as an employee? 


at work self-employed? 


not at work, but injured as a result 
of work activity? 


Male [| 


Age last birthday 


Female 





Address 





Case number 


Surname 





Forename(s) 





Was he/she: 
at work as an employee? 


at work self-employed? 


not at work, but injured as a result 
of work activity? 


Male [| 


Age last birthday 








Female 





Address 








Postcode 





Occupation (for employees and self-employed persons 
only) e.g. carpenter, electrician 


Postcode 





Occupation (for employees and self-employed persons 
only) e.g. carpenter, electrician 





Was the injury fatal? yes Lice no @ 


Was he/she treated in hospital for more than 24 hours? 


Sige ie 


Nature and site of injury (e.g. compound fracture of 
left leg, loss of right eye, amputation of right hand) 


Was the injury fatal? yes a no [| 


Was he/she treated in hospital for more than 24 hours? 


aia 


Nature and site of injury (e.g. compound fracture of 
left leg, loss of right eye, amputation of right hand) 





as 
yes Jee 
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What was he/she doing at the time of the incident? If 
he/she fell, how far? 


Signature 





Name (b/ock capitals) 


What was he/she doing at the time of the accident? If 
he/she fell, how far? 








on behalf of (organisation) 
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Citation and commencement. 

Interpretation. 

Notifiable accidents and notifiable dangerous occurrences. 
Notification and reporting of accidents and dangerous occurrences. 
Duty to notify the death of an employee. 

Cases to which Regulations 4 and 5 do not apply. 


The Department of Health and Social Security to send accident 
particulars to the Health and Safety Executive. 


Records. 


Defence in proceedings for an offence contravening these 
Regulations. 


Additional provisions relating to mines and quarries. 
Extension outside Great Britain. 
Repeals, revocations and modifications. 


Savings. 


Schedule 1 Notifiable dangerous occurrences. 


Schedule 2. Provisions requiring the notification of accidents or 


dangerous occurrences which are not required to be 
notified under these Regulations. 


Schedule 3 Records. 


Schedule 4 Additional provisions relating to mines and quarries. 


Schedule 5 Repeals, revocations and modifications. 


The Secretary of State, in exercise of the powers conferred on him by 
section 15(1), (2), (3)(a), (4), (6)(a@) and (b) and (9) of, paragraphs 15(1), 
16 and 20 of Schedule 3 to the Health and Safety at Work etc. Act 
1974(*)(‘the 1974 Act’) and of all other powers enabling him in that 
behalf and for the purpose of giving effect without modification to 
proposals submitted to him by the Health and Safety Commission under 
section 11(2)(d) of the 1974 Act after the carrying out by the said 


(*) 1974 c. 37; section 15 was amended by the Employment Protection Act 1975 (c.7}) 
section 116 and Schedule 15, paragraph 6. 
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Commission of consultations in accordance with section 50(3) of that 
Act, hereby makes the following Regulations:— 





Citation and commencement 


1 These Regulations may be cited as the Notification of Accidents and 
Dangerous Occurrences Regulations 1980 and shall come into operation 
on Ist January 1981. 





Interpretation 





2(1) In these Regulations, unless the context otherwise requires— 
‘major injury’ means— 
(a) fracture of the skull, spine or pelvis; 


(b) fracture of any bone— 
(i) in the arm, other than a bone in the wrist or hand; 
(ii) in the leg, other than a bone in the ankle or foot; 


(c) amputation of a hand or foot; 
(d) the loss of sight of an eye; or 
(e) any other injury which results in the person injured being admitted 


into hospital as an in-patient for more than 24 hours, unless that 
person is detained only for observation; 
‘mine’ or ‘quarry’ means a mine or, as the case may be, a quarry within 
the meaning of section 180 of the Mines and Quarries Act 1954(*) and 
for the purposes of Regulations 3(2) and 10 includes a closed tip within 
the meaning of section 2(2)(b) of the Mines and Quarries (Tips) Act 
1969(+) which is associated with that mine or that quarry; 


‘notifiable accident’ and ‘notifiable dangerous occurrence’ shall be 
construed in accordance with Regulation 3; 


‘railway’ means a railway having a guage of 350 millimetres or more 
used for the purposes of public transport, whether passenger, goods or 
other traffic and includes— 


(a) a tramway; 

(6) a railway laid on a beach or pier; and 

(c) arailway providing communication between the top and bottom of 
a cliff. 

(2) Inthese Regulations, unless the context otherwise requires, any 

reference to— 

(*) 1954 c. 70. (tT) 1969 c. 10. 
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(a) anumbered Regulation of Schedule is a reference to the Regulation 
of or Schedule to these Regulations so numbered; 


(6) anumbered paragraph is a reference to the paragraph so numbered 
in the Regulation or Schedule in which that reference appears; 


(c) an accident or dangerous occurrence which arises out of or in 
connection with work shall include a reference to an accident or, as 
the case may be, a dangerous occurrence attributable to the manner 
of conducting an undertaking, the plant or substances used for the 
purposes of an undertaking and the condition of the premises so 
used or any part of them; 


(d) any document shall operate as a reference to that document as 
revised or re-issued from time to time. 











Notifiable accidents and notifiable dangerous occurrences 











3(1) For the purposes of these Regulations, an accident shall bea 
notifiable accident if it arises out of or in connection with work and 
either— 


(a) results in the death of or a major injury to any person; or 


(5) in the case of an employee at work, results in that employee being 
incapacitated for work for more than three consecutive days 
excluding the day of the accident and any Sunday, or if Sunday is 
not a rest day, one rest day. 


(2) For the purposes of these Regulations, a dangerous occurrence 
shall be a notifiable dangerous occurrence if it arises out of or in 
connection with work and is of a class specified in— 

(a) Part I of Schedule 1; 

(b) Part II of Schedule 1 and takes place at a mine; 

(c) Part III of Schedule 1 and takes place at a quarry; 

(d) Part IV of Schedule 1 and takes place on a railway. 


Notification and reporting of accidents and dangerous occurrences 


4(1) Subject to Regulation 6, where there is a notifiable accident 
resulting in the death of or a major injury to any person, or there is a 
notifiable dangerous occurrence, the responsible person shall— 


(a) forthwith notify the enforcing authority thereof by the quickest 
practicable means; and 
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(d) 


(2) 
(a) 


(b 


——_ 


(c) 


within 7 days send a report thereof to the enforcing authority ona 
form approved for the purposes of these Regulations by the Health 
and Safety Executive. 


In this Regulation the ‘responsible person’ means— 


in any case of a notifiable accident or a notifiable dangerous 
occurrence— 


(i) at a mine, the manager of that mine; 

(ii) at a quarry, the owner of that quarry; 

(iii) at a closed tip, the owner of the mine or the quarry with which 
that tip is associated; 

(iv) relating to a pipe-line within the meaning of section 65 of the 
Pipe-lines Act 1962(*), the owner of that pipe-line; 


in the case of a notifiable accident to an employee where sub- 
paragraph (a) above does not apply, his employer; 


in any other case, the person for the time being having control of the 
premises in connection with the carrying on by him of any trade, 
business or other undertaking (whether for profit or not) at which 
the notifiable accident or notifiable dangerous occurrence occurred. 





Duty to notify the death of an employee 





5 Subject to Regulation 6, where an employee has suffered an injury as 
a result of a notifiable accident or notifiable dangerous occurrence 
which is a cause of his death within one year of the date of that accident 
or, as the case may be, that dangerous occurrence, the employer shall 
inform the enforcing authority in writing of the death as soon as it 
comes to his knowledge, whether or not the accident has been notified 
under Regulation 4. 











Cases to which Regulations 4 and 5 do not apply 











6(1) Regulations 4 and 5 shall not apply to— 


(a) any notifiable accident to— 


(i) a self-employed person who is not engaged in work under the 
control of another person; 

(ii) a patient when undergoing treatment in a hospital or in the 
surgery of a doctor or a dentist; 

(iii) a member of the armed forces of the Crown or visiting forces 
who was on duty at the time of the accident; 


CF} 1962 2.58. 
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(b) any notifiable accident arising out of or in connection with the 
movement of a vehicle on a road (within the meaning of section 
196(1) of the Road Traffic Act 1972(*) except that Regulations 4 
and 5 shall apply if the person killed or injured was either himself 
engaged in, or was killed or injured as the result of the activities of 
another person who was at the time of the accident engaged in, 
work on or alongside a road, being work concerned with the 
construction, demolition, alteration, repair or maintenance of— 


(i) the road or the markings or equipment thereon; 

(ii) the verges, fences, hedges or other boundaries of the road; 
(iii) pipes and cables on, under, over or adjacent to the road; or 
(iv) buildings or structures adjacent to or over the road. 


(2) Regulation 4 shall not apply to any notifiable accident or notifiable 
dangerous occurrence which is required to be notified under one of the 
enactments or instruments specified in Schedule 2. 


The Department of Health and Social Security to notify accident 
particulars to the Health and Safety Executive 


7 Where an employee suffers an injury as a result of an accident and 
his employer sends particulars of that accident to the Department of 
Health and Social Security, the Secretary of State shall give notice of the 
accident by sending a copy of those particulars to the Health and Safety 
Executive. 











Records 





8(1) An employer or self-employed person shall keep a written record 
of— | 


(a) all notifiable accidents and dangerous occurrences arising out of or 
in connection with work under his control and that record shall 
include the particulars specified in Part I of Schedule 3; 

(b) all enquiries from the Department of Health and Social Security 
concerning claims by his employees in respect of any disease which 
is prescribed under section 76 of the Social Security Act 1975 (t) for 
the purposes of industrial injuries benefit or concerning 
pneumoconiosis or byssinosis and that record shall include the 
particulars specified in Part II of Schedule 3. 


(2) The record shall be kept at the place where the work to which it 
(*) 1972 c. 20. (tT) 1975 c. 14. 
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relates is carried on or, if this is not reasonably practicable, at the usual 
place of business of the employer or self-employed person and an entry 
in the record shall be kept for at least 3 years from the date on which it 
was made. 


(3) The employer or self-employed person, as the case may be, shall 
send to the enforcing authority such extracts from the record as the 
enforcing authority may from time to time require. 





Defence in proceedings for an offence contravening these Regulations 








9 It shall be a defence in proceedings against any person for an offence 
under these Regulations for such person to prove that he was not aware 
of the accident or occurrence leading to the commission of the offence 
and that he had taken all reasonable steps to have all notifiable 
accidents and notifiable dangerous occurrences brought to his notice. 


Additional provisions relating to mines and quarries 





10 The provisions of Schedule 4 (which contains additional provisions 
relating to mines and quarries) shall have effect. 





Extension outside Great Britain 








11 These Regulations shall apply to any activity to which sections 1 to 
59 of the Health and Safety at Work etc. Act 1974 apply by virtue of 
Article 7 of the Health and Safety at Work etc. Act 1974 (Application 
outside Great Britain) Order 1977 (*). 





Repeals, revocations and modifications 





12(1) The enactments specified in Part I of Schedule 5 in column 1 are 
hereby repealed to the extent specified in the corresponding entry in 
column 3. 


(2) The instruments specified in Part II of Schedule 5 in column 1 are 
hereby revoked to the extent specified in the corresponding entry in 
column 3. 


(3) The enactments and instruments specified in Part III of Schedule 5 
shall be modified to the extent specified in that Schedule. 


(*) S.I. 1977/1232. 


36 





Savings 


13. Any record or register required to be kept under any enactment or 
instrument repealed or, as the case may be, revoked by these 
Regulations shall be kept in the same manner and for the same period as 
if these Regulations had not been made. 
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Schedule 1 Notifiable dangerous occurrences 
(Regulation 3(2)) 


Part 1 Dangerous occurrences which are notifiable wherever they 
occur 





1 Collapse or overturning of any lift, hoist, crane, excavator or mobile 
powered access platform, or failure of any load bearing part thereof, 
which, taking into account the circumstances of the occurrence, might 
have been liable to cause a major injury to any person; and in this para 
a ‘lift, hoist, crane or mobile powered access platform’ does not include 
a crab, winch, teagle, pulley block, gin wheel, transporter or runway. 


2 Explosion, collapse or bursting of any closed vessel including a 
boiler or boiler tube in which there was any gas (including air) or vapour 
at a pressure greater than atmospheric which might have been liable to 
cause major injury to any person or which resulted in significant 
damage to the plant. 


3 Electrical short circuit or overload attended by fire or explosion 
which resulted in the stoppage of the plant involved for more than 24 
hours and which, taking into account the circumstances of the 
occurrence, might have been liable to cause major injury to any person. 


4 Anexplosion or fire occurring in any plant or place which resulted in 
the stoppage of that plant or suspension of normal work in that place 
for more than 24 hours, where such explosion or fire was due to the 
ignition of process materials, their by-products (including waste) or 
finished products. 


5 The sudden, uncontrolled release of one tonne or more of highly 
flammable liquid, within the meaning of Regulation 2(2) of the Highly 
Flammable Liquids and Liquefied Petroleum Gases Regulations 
1972(*), flammable gas or flammable liquid above its boiling point from 
any system or plant or pipe-line. 


6 Acollapse or part collapse of any scaffold which is more than 12 
metres high which results in a substantial part of the scaffold falling or 
overturning. 


7 At any building or structure under construction, reconstruction, 
alteration or demolition, a collapse or partial collapse of any part of the 
building or structure, or of any false-work, involving a fall of more than 
10 tonnes of material, except where the manner and extent of the 

(*) S.I. 1972/917 
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collapse or partial collapse was intentional. 


8 The uncontrolled release or escape of any substance or agent in 
circumstances which, having regard to the nature of the substance or 
agent and the extent and location of the release or escape, might be 
liable to cause damage to the health of, or major injury to, any person. 


9 Any incident in which any person is affected by the inhalation, 
ingestion or other absorption of any substance, or by lack of oxygen, to 
such an extent as to cause acute ill health requiring medical treatment. 


10 Any case of acute ill health where there is reason to believe that this 
resulted from occupational exposure to isolated pathogens or infected 
material. 


11 Any ignition or explosion of explosives, where the ignition or 
explosion was not intentional. 


12 Failure of any freight container or failure of any load-bearing part 
thereof while it is being raised, lowered or suspended and in this 
paragraph a ‘freight container’ means a freight container as defined in 
Article II of the International Convention for Safe Containers (CSC) 
except any container specially designed for air transport or any skip or 
cage used in a mine or quarry. 


13. Either of the following occurrences in relation to a pipe-line— 


(a) the bursting, explosion or collapse of a pipe-line or any part 
thereof; or 

(b) the ignition of any thing in a pipe-line, or of any thing which 
immediately before it was ignited was in a pipe-line. 


14 Any incident in which a road tanker to which the Hazardous 
Substances (Labelling of Road Tankers) Regulations 1978(*) applies— 


(a) overturns; 


(b) suffers serious damage to the tank in which a prescribed hazardous 
substance is being conveyed. 





Part II Dangerous occurrences which are notifiable in relation to 
mines 








1. The ignition, below ground, of any gas (other than gas in a safety 
lamp) or of any dust. 


2 The accidental ignition of any gas in part of a firedamp drainage 
system on the surface or in an exhauster house. 
(*) S.1. 1978/1702. 
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3 The outbreak of any fire below ground. 


4 An accident where any person in consequence of any smoke or any 
other indication that a fire may have broken out below ground has been 
caused to leave any place pursuant to either Regulation 11(1) of the Coal 
and Other Mines (Fire and Rescue) Regulations 1956 (*) or section 79 of 
the Mines and Quarries Act 1954(T). 


5 The outbreak of any fire on the surface endangering the operation of 
any winding or haulage apparatus installed at a shaft or unwalkable 
outlet or of any mechanically operated apparatus for producing 
ventilation below ground. 


6 Any violent outburst of gas together with coal or other solid matter 
into the mine workings except when such outburst is caused 
intentionally. 


7 The breakage of any rope, chain, coupling or other gear of a similar 
kind, by which persons are carried through any shaft, staple-pit or 
unwalkable outlet. 


8 The breakage of any rope, chain, coupling or other gear of a similar 
kind used for the transport of persons below ground or breakage of the 
belt of a conveyor designated by the mine manager as a man-riding 
conveyor while men are being carried. 


9 An incident where any cage being used for the carriage of persons is 
overwound; or any cage not being so used is overwound and becomes 
detached from its winding rope; or any cage operated by means of the 
friction of a rope on a winding sheave is brought to rest by the 
apparatus provided in the headframe of the shaft or in the part of the 
shaft below the lowest land for the time being in use, being apparatus 
provided for bringing the cage to rest in the event of its being 
overwound. 


10 The breakdown of any ventilating apparatus (other than an 
auxiliary fan) causing a substantial reduction in ventilation of the mine 
lasting for a period exceeding 30 minutes. 


11. The collapse of any headframe, winding engine house, screen or 
tippler house or vehicle gantry. 


12 At any mine or coal, stratified ironstone, shale or fireclay, an 
incident where— 


(*) S.I. 1956/1768. (+) 1954c. 70. 
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(a) breathing apparatus, or smoke helmet or other apparatus serving 
the same purpose or a Self-rescuer, while being used, fails to 
function safely or develops a defect likely to affect its safe working; 


(6) forthwith after using and arising out of the use of breathing 
apparatus or a smoke helmet or other apparatus serving the same 
purpose or a self-rescuer, any person receives first-aid or medical 
treatment by reason of his unfitness or suspected unfitness at the 
mine. 


13. An incident in which any person suffers electric shock or burns 
requiring first-aid or medical treatment at a mine (not being a notifiable 
accident under these Regulations) from any electrical circuit (whether or 
not due to direct contact) in which the voltage for the time being exceeds 
twenty-five volts. 


14 An incident in which any person suffers an injury (not being a 
notifiable accident under these Regulations) resulting from an explosion 
or discharge of any blasting material or device within the meaning of 
section 69(4) of the Mines and Quarries Act 1954 for which he receives 
first-aid or medical treatment at the mine. 


15 An incident where any apparatus is used (other than for the 
purpose of training and practice) which has been provided at the mine in 
accordance with any scheme made pursuant to the Mines (Emergency 
Egress) Regulations 1973(*) or any other arrangements are carried out in 
accordance with the scheme whereby persons employed below ground in 
the mine use means of egress therefrom in an emergency. 


16 Any inrush of noxious or flammable gas from old workings. 


17. Any inrush of water or material which flows when wet from any 
source. 


18 Any movement of material or any fire or any other event which 
indicates that a tip to which Part I of the Mines and Quarries (Tips) Act 
1969 (T) applies, is or is likely to become insecure. 








Part III Dangerous occurrences which are notifiable in relation to 
quarries 








1 The collapse of any load-bearing structure which carries processing 
plant, storage equipment or access ways. 


2 The sinking or overturning of any waterborne craft or hovercraft. 
(*) S.I. 1973/194 (tT) 1969 c. 10. 


4] 


3 An incident in which any person suffers an injury (not being a 
notifiable accident under these Regulations) resulting from an explosion 
or discharge of any blasting material or device within the meaning of 
section 69(4) of the Mines and Quarries Act 1954 for which he receives 
first-aid or medical treatment at the quarry. 


4 An occurrence in which any substance is ascertained to have been 
projected beyond a quarry boundary as a result of blasting operations in 
circumstances in which any person was or might have been endangered. 


5 An incident in which any person suffers electric shock or burns 
requiring first-aid or medical treatment at a quarry (not being a 
notifiable accident under these Regulations) from any electrical circuit 
(whether or not due to direct contact) in which the voltage for the time 
being exceeds twenty-five volts. 


6 Any movement of material or any fire or any other event which 
indicates that a tip to which Part I of the Mines and Quarries (Tips) Act 
1969 applies is, or is likely to become, insecure. 


Part IV Dangerous occurrences which are notifiable in relation to 
railways 





1 Any of the following incidents which endangered or was likely to 
endanger the safety of the passengers or crew of a train— 


(a) failure of— 
(i) a locomotive; 
(ii) a railway vehicle; or 
(ili) a rope or haulage system used in working an inclined railway; 
or any part thereof; 


(6) failure of a structure or part of the permanent way or formation, 
including any tunnel or cutting; 


(c) any train or railway vehicle striking an obstruction on the line. 
2 Any case of collision, derailment, or a train becoming divided, 


except one occurring on a siding or during shunting operations when 
there were no passengers on the train or other vehicles involved. 


3 Failure of the equipment of any level crossing which could have 
endangered road users, and any case of a train running onto a level 
crossing when not authorised to do so. 
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Schedule 2. Provisions requiring the notification 
of accidents or dangerous occurrences which are 
not required to be notified under these Regulations 
(Regulation 6(2)) 

















Column 1 Column 2 
Title of instrument Reference 
The Regulation of Railways Act 1871 and Orders 1871 c.78. 
or Regulations made or to be made thereunder. 
The Explosives Act 1875. 1875 c.17. 
The Merchant Shipping Acts 1894 to 1979 and The relevant enactments are— 
Orders and Regulations made or to be made 1894 c.60. 
thereunder. 1970 c.36. 

1979 c.39. 
The Railway Employment (Prevention of 1900 c.27. 
Accidents) Act 1900. 
The Nuclear Installations Act 1965 and 1965 c.57. 
Orders and Regulations made or to be made 
thereunder. 
The Ionising Radiations (Unsealed Radioactive S.I. 1968/780. 
Substances) Regulations 1968. 
The Civil Aviation (Investigation of Accidents) S.I. 1969/7833. 
Regulations 1969. 
The Air Navigation (Investigation Combined S.I. 1969/1437. 


Military and Civil Air Accidents) 
Regulations 1969. 


The Health and Safety (Agriculture) (Poisonous S.1. 1975/282. 
Substances) Regulations 1975. 





Schedule 3. Records (Regulation 8) 


Part I Particulars to be kept in records of accidents or dangerous 
occurrences 


1 Date of accident or dangerous occurrence. 

2 Inthe case of an accident, the following particulars of the person 
injured: 

(a) name; 

(b) sex; 

(c) age; 

(d) occupation; 

(e) nature of injury. 
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3 Place where the accident or dangerous occurrence took place. 


4 A brief description of the circumstances. 





Part II Particulars to be kept of ill health enquiries 





The following particulars shall be recorded of the person concerning 
whom the enquiry was made: 


(a) sex; 

(D) age; 

(c) occupation; 

(d) nature of disease for which claim was made; 
(e) date of first absence from work. 


Schedule 4 Additional provisions relating to 
mines and quarries (Regulation 10) 


1 In this Schedule, unless the context otherwise requires— 
‘nominated person’ means the person who is for the time being 
nominated— 


(a) in acase where there is an association or body representative of a 
majority of the total number of persons employed at a mine or 
quarry, by that association or body; 

(6) in any other case, jointly by associations or bodies which are 
together representative of such a majority; 


to receive on behalf of the persons so employed notices under this 
Schedule; 


‘responsible person’ means— 


(a) in the case of a mine, the manager of that mine; 

(b) in the case of a quarry, the owner of that quarry; 

(c) in the case of a closed tip, the owner of the mine or the quarry with 
which that tip is associated. 


2 Where at a mine or a quarry there is a notifiable accident involving 
death or major injury or there is a notifiable dangerous occurrence, then 
the responsible person shall— 


(a) forthwith notify the nominated person thereof by the quickest 
practicable means; and 


(b) within 7 days send a report thereof on an approved form to the 
nominated person. 
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3 Where there is an accident at a mine or quarry which involves major 
injury and after the accident was notified in accordance with para 2 the 
injured person dies and the accident is a cause of his death, then as soon 
as it comes to his knowledge the responsible person shall give notice of 
the death to the nominated person. 


4 Where para 2 or 3 applies and the injured person or the person, if 
any, concerned in the dangerous occurrence was employed by someone 
other than the owner of the mine or quarry the employer of that person 
shall forthwith notify the responsible person of the accident, death or 
occurrence as the case may be. 


5(1) Where there is an accident or dangerous occurrence in relation to 
which para 2 applies at a mine or quarry, no person shall disturb the 
place where it occurred or tamper with anything at that place before— 


(a) the expiration of 3 clear days after the accident or dangerous 
occurrence has been notified in accordance with the Regulations; or 
(b) the place has been visited by an inspector and by workmen’s 
inspectors exercising the powers conferred on them by section 123 
of the Mines and Quarries Act 1954; 
whichever is the sooner. 


(2) Sub-para (1) above shall not prohibit the doing of anything by or 
with the consent of an inspector and any consent given by an inspector 
under section 120 of the Mines and Quarries Act 1954 before the coming 
into operation of these Regulations shall remain in force 
notwithstanding the repeal of that section. 


(3) It shall be a defence in proceedings against any person for 
contravening sub-para (1) in any case which consists of the doing of any 
act, for such person to prove that the doing of that act was necessary for 
securing the safety of the mine or quarry or of any person. 


6 The record kept under Regulation 8(1) shall be available for 
inspection by— 
(a) the nominated person; 


(b) workmen’s inspectors exercising the powers conferred on them by 
section 123 of the Mines and Quarries Act 1954. 


45 


Schedule 5 (Regulation 12) 





PartI Repeals 





Column 1 
Short title 





The Boiler Explosions Act 1882. 


The Petroleum (Consolidation) 
Act 1928. 


The Hydrogen Cyanide (Fumigation) 
Act 1937. 


The Mines and Quarries Act 1954. 


The Factories Act 1961. 


The Pipe-lines Act 1962. 


The Offices Shops and Railways 
Premises Act 1963. 


The Mines and Quarries (Tips) Act 1969. 1969 c.10. 


Column 2 Column 3 

Chapter Extent of repeal 

1882 c.22. The whole Act in so far 
as it applies to Great 
Britain. 

1928 c.32. Section 13. 

1937 c.45. Section 2. 

1954 c.70. Part VI. 
In section 182(1) the 
definition of ‘bodily 
injury’. 

1961 c.34. Section 80 
In section 82(1) the 
words ‘or anthrax’. 
In section 82(3) the 
words ‘or anthrax’. 
In section 140(1)(c) the 
words ‘accident and’. 

1962 c.58. Section 33. 

1963 c.41. Section 48. 


Paragraph 4 of 
Schedule 1 to the said 
Act. 
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Part II Revocations 





Column 1 Column 2 Column 3 

Title of instrument Reference Extent of revocation 
The Dangerous Occurrences S.R.&O. 1947/31. The whole Regulations. 
(Notification) Regulations 1947. 

The Mines (Notification of Dangerous  S.I. 1959/2117. The whole Order. 
Occurrences) Order 1959. 

The Quarries (Notification of S.1. 1959/2118. The whole Order. 
Dangerous Occurrences) 

Order 1959. 

The Information for Employees S.I. 1965/307. Para 32 of the Schedule 
Regulations 1965. to the said Regulations. 
The Mines (Notification of Dangerous _ S.I. 1969/963. The whole Order. 
Occurrences) (Amendment) Order 1969. 

The Quarries (Notification of S.I. 1969/964. The whole Order. 


Dangerous Occurrences) 
(Amendment) Order 1969. 


The Abstract of Factories Act Order S.12 197377. Para 34 of Schedule 1, 

1973. para 2 of Schedule 2, 
para 5 of Schedule 3 
and 


para 5 of Schedule 4 to 
the said Order. 


The Factories Act General Register S.I. 1973/8. Part 3 of Schedule 1, 

Order 1973. Part 3 of Schedule 2 
and Part 3 of Schedule 
3 to the said Order. 


The Mines (Notification of Dangerous _ S.I. 1973/195. The whole Order. 
Occurrences) (Amendment) Order 1973. 
The Boiler Explosions Acts 1882 and S.I. 1974/1886. The whole Regulations. 


1890 (Repeals and Modifications) 
Regulations 1974. 





Part III Modifications 


1 The Mines and Quarries Act 1954 (*) shall be modified as follows— 


(a) in section 22(2)(b) (which relates to the giving of notice to the 
nominated person that a shaft or outlet is unavailable) for ‘this act’ 
substitute ‘the Notification of Accidents and Dangerous 
Occurrences Regulations 1980’; 

(b) in section 123(3) (which relates to the giving of notice of an accident 


2) 31954 ¢.:70; 
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or occurrence) for ‘this Act’ substitute ‘the Notification of Accidents 
and Dangerous Occurrences Regulations 1980’. 


2 Regulation 11(2) of the Coal and Other Mines (Fire and Rescue) 
Regulations 1956(*) (relating to precautions in case of outbreak or 
suspected outbreak of fire) shall be modified as follows, for the words 
from ‘under subsection(1)’ to ‘of the Act’ substitute the words 
‘responsibility for the notification or sending of reports under the 
Notification of Accidents and Dangerous Occurrences Regulations 
1980’. 


3 Section 1(4) of the Mines Management Act 1971(T) (which relates to 
the responsibilities of managers’ assistants) shall be modified as follows, 
for paragraph (b) substitute the following paragraph— 


‘(b) responsibility for the notification or sending of reports under the 
Notification of Accidents and Dangerous Occurrences Regulations 
1980’. 


Explanatory note 
(This Note is not part of the Regulations.) 


These Regulations impose duties on persons responsible for the activities 
of persons at work and on self-employed persons to report to the 
enforcing authority under the Health and Safety at Work etc. Act 1974 
accidents resulting in the death of or major injury to persons arising out 
of or in connection with that work. Dangerous occurrences as defined in 
Schedule 1 are required to be reported in a similar way. 


The Regulations also require certain particulars of accidents at work 
reported to the Department of Health and Social Security to be sent to 
the Health and Safety Executive and require records to be kept of 
accidents, dangerous occurrences and of certain claims made in relation 
to industrial diseases. 


The Regulations supersede existing provisions (listed in Schedule 5). 


Copies of the International Convention for Safe Containers (CSC) 
mentioned in para 12 of Part I of Schedule | can be obtained from The 
Inter-Governmental Maritime Consultative Organisation, 101 
Piccadilly, London W1. 


(*) S.1. 1956/1768. (*) 1971 c: 20. 


Printed in England for Her Majesty’s Stationery Office by Commercial Colour Press, London E.7. 
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